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Message Text 


LIMITED OFFICIAL USE STATE 192739 

E.O. 11652: N/A 
TAGS: OVIP, AG 

SUBJECT: MEDICAL CONDITION OF ALGERIAN LABOR MINISTER AMIR 

REF: STATE 175628 

ALGERIAN EMBASSY HAS INFORMED DEPARTMENT THAT DR. AMIR'S 
JULY 7 SURGERY REPORTED BY REFTEL INCLUDED INSERTION OF 
HEART PACEMAKER. AMIR EXPECTED TO LEAVE HOSPITAL WITHIN 
10 DAYS, BUT WILL REMAIN IN HOUSTON AREA FOR FURTHER PERIOD 
OF CONVALESCENCE. VANCE 
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